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D/FBIS Chrono 

FC-.AIGN BROADCAST INFORMATION JERVICE 
P. O. Box 2604 
Washington, D. C. 20013 


22 August 1985 


STAT 


Dear George: 

I hear your surgery was successful and that you are already 
recovering at home. 

Good luck for an uncomplicated recovery. If there is anything 
I can do to help, be sure to let me know. 

Best regards, 

STAT 


Director 


DDS^T/FBIS/. 


22Aug85) 


Distribution: 

Original - Addressee 

1 - D/FBIS Chrono 
1 - JDC Corres File 
1 - C/P5TB for 201 


STAT 
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